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No. 290-A] NEW DELHI, WEDNESDAY, OCTOBER 3,1956 


OFFICE OF THE COLLECTOR OF CUSTOMS AND CENTRAL EXCISE, 

PONDICHERRY 

NOTIFICATION 

Central Excise 

Pondicherry, the 3rd October 1956 

S.B.O. 2218-A,—In exercise of tho powers conferred on me by Rule 233 of the 
Central Excise Rules 1944, I hereby direct that all manufacturers or 

(a) Soap produced with the aid of power 

(i) household and laundry; 

(11) Toilet. 

(b) Soap produced without the aid of power 

(c) Vegetable non-essential oils 
ihoilld 

(i) manufacture such goods only after obtaining a Central Excise licence ta 
manufacture in form L,4 on payment the prescribed fee as required under rule 
176(2) of the Central Excise Rules, 1944; 

(ii) maintain registers in forms R.G.I. and E.B. 4 in separate pages for each 
type of such goods written up within 8 hours of the factory day. If the installed 
capacity of the individual factory per year is as follows: — 

(a) Soap produced with the aid of power 

Installed capacity per year 

(1) House hold and laundry loo tons or mor« 

(li) Toilet 40 tons or more 

(b) Soap produced without the aid of power. 

150 tons or more 

(c) Vegetable Non-Essential Oils. loo tons or more; 

(iii) clear such goods from the factory on clearance documents in forms A.R. 1 
(Nil duty) and gate passes until the annual exempted limit laid down in respect 
of each such goods as notified previously is reached and thereafter on payment 
the excise duty leviable thereon on each such variety of goods; 

(iv) mark on the right hand top corner of the NIL A.R. Is in respect of vege¬ 
table non-essential oils as “free sector” to distinguish them from the free issues 
covered by “Nil duty” A.R. Is from the “dutiable sector”; 
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(v) suhinlt monthly and quarterly rtturns in forms B.T. 3, R.T. 4 and R.T. 5; 
(vl) maintain accounts in form R.G.I.;- and 

(vll) submit monthly returns in form R.T, 3, If the installed capacity per year' 
of the individual factory is as follows; 

Installed capacity pe year. 

(a) Soap produced with the aid of power 

(i) House hold and launtry Not less than 75 tons but 

not more than too tons. 

(ii) Toilet Not less than 25 tOB 

not more than 40 to 

(b) Soap produced without the aid of power Not less tlian 100 tons bat 

not more than 150 tons, 

(c) Straw boards and mill boards taken together. Not less than 250 tons but 

not more than 400 ons. 

(d) Vegetable Non-Essential Oils Not less than 75 tons but 

not more than loo tons. 

Explanation. — For the purposes of this notification, the expression "installad 
capacity per year” would be the quantity of excisable goods which the factory is 
capable of producing in the course of the current calendar year. 

(iMued from file C. No. IV/10/63/6e). 

LNo. 7/56.] 

(Sd.) lUegiblt, CoUactor, 
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